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Message Text 


UNCLASSIFIED 

PAGE 01 NDJAME0I8I7 I2I209Z 

41 

ACTION CU-04 

INFO OCT-01 AF-06 ISO-00 /OllW 

033511 

P 121136ZJUL75 

FM AMEMBASSY NDJAMENA 

TO SECSTATE WASHDC PRIORITY 9879 

UNCLAS NDJAMENA 1817 

USIAC 

E 0 1 1652 N/A 

TAGS: OEXC, CD, (MOUSTAPHA, BABA) 

SUBJECT: FY 1976 SPECIALIST PROGRAM 

REP: A)STATE 162055, B)NDJAMENA 1562 

1. MOUSTAPHA ITINERARY: 

JULY 21 DEP. NDJAMENA VIA RK 56 AT 12:55, ARR. PARIS AT 
19:50. JULY 22 ARR. WASHINGTON VIA TWA 891 AT 15:10. 

PLEASE MEET. 

2. ALTERNATES. PER ABOVE REPERENCE, WE HAVE RECEIVED WRITTEN 
AUTHORIZATION FROM FOREIGN MINISTRY FOR IMAM OF NDJAMENA 
MOUSSA BRAHIM, TO GO TO U.S. IMAM IS HEAD OF ALL 

MOSLEMS IN NDJAMENA. HAVE ALSO RECEIVED VERBAL 
AUTHORIZATION FOR DEPARTURE OF DR. NGABA MBAIDOUM. 

NGABA IS CHIEF OF VETERINARY SERVICES AT LAKE CHAD 
BASIN COMMISSION. 

3. PLEASE SEND ASAP FISCAL DATA FOR MAHAMAT BABA 
MOUSTAPHA AIRPLANE TICKET AND TRAVEL ADVANCE. 

4. MOUSTAPHA BIO-DATA SENT VIA OFFICIAL AIR 
JULY 3. DWYER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NDJAME01817 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750241-0890 
From: NDJAMENA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750761 /aaaaccak.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 162055, 75 NDJAMENA 1562 

Review Action: RELEASED, APPROVED 

Review Authority: hartledg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JAN 2003 by ThomasVJ>; APPROVED <22 JAN 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FY 1976 SPECIALIST PROGRAM 
TAGS: OEXC, CD, (MOUSTAPHA, BABA) 

To: STATE 
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